Message 


From; Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES.HANCHETT] 

Sent: 12/27/201112:12:18 PM 

To: Calvagna, Patricia (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Patricia.Calvagna] 

Subject: RE: Phone Connections 


There should be no charge for the IT connections. The contractor will run the Gate cables and our IT guy Eric Byrne will 
make the connections. I have no idea when the cables will be installed. 


Jim 

From: Calvagna, Patricia (DPH) 

Sent: Friday, December 23, 2011 1:51 PM 

To: Majewski, Christine (DPH); Hanchett, James (DPH) 

Subject: RE: Phone Connections 

Now that the phones are squared away, are we all set with the IT connections to the DPH servers? 


Patti Calvagna-Lusk 
Admin and Finance Manager 
Drug Control Program 
Food Protection Program 
305 South Street 
Jamaica Plain, MA 02130 
617-983-6713 

patricia. calvag na@state. ma. us 


From: Majewski, Christine (DPH) 

Sent: Friday, December 23, 2011 1:17 PM 
To: Hanchett, James (DPH) 

Cc: Calvagna, Patricia (DPH) 

Subject: RE: Phone Connections 

Patti, 

I would assume we can get this rolling now? Chris 


From: Hanchett, James (DPH) 

Sent: Friday, December 23, 2011 12:04 PM 
To: Majewski, Christine (DPH) 

Subject: Phone Connections 

Hi Chris, 

I need to know when you want your phones connected in N449. It takes about 2 weeks for connection from 
UMass. We have approval from purchasing. 


Folk OIG PRR 100828 













Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 


Folk OIG PRR 100829 



